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Cambridge,  Mass.  13  Astor  Place,  New  York, 

Boston  Office,  117  Washington  St. 

Tlie  Kiverside  Press  is  a  regular  Station  of  the  Western  Union  Telegraph.  Company, 
and  is  in  direct  eommunieation  with  every  telegraph  cfBce  in  th.e  country. 
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